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OFFICE AND MOVEMENT DEPARTMENT (Length 469 Feet) 




PARTIAL VIEW OF PLANT FROM REAR 



Plant of THE E. INGRAHAM COMPANY 

All Buildings of Modern Brick Construction 
Ventilated by Blower System and Well Lighted and Heated 
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VAe E.INGRAHAM COMPANY 

Bristol, Conn. U.S.A. 





WATCH DEPARTMENT (Length 300 Feet) 
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CASE DEPARTMENT (Length 424 Feet) 



Plant of THE E. INGRAHAM COMPANY 

Plant Comprises Thirty Buildings 
Including the Shipping, Receiving and Fire Departments 
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Packing and Packing Charges 



Watches 

Watches are packed in individual paste- 
board boxes, twelve watches in a sealed 
carton. 

Alarm Clocks 

An additional charge of two cents per clock, 
with a minimum charge of twenty-five cents 
is made for packing Alarm Clocks in less than 
case lots. 

Eight-Day Clocks 

College Assortment packed three in a box. 
All other Mahogany Finished, Mahogany and 
Black Enameled Mantel Clocks and Office 
Clocks packed singly. All Kitchen and Semi- 
Cabinet Clocks packed six in a box. Where 
clocks are regularly packed in an assortment 
an additional charge of ten cents per box 
is made for boxing in less than full assort- 
ments. 

Imprinting and Lettering 

Dials of Viceroy Watches will be im- 
printed in 1,000 lots and larger quantities, and 
the name Viceroy will be omitted, if required. 
Dials of other watches will be imprinted only 
in 1,000 lots and larger quantities and name of 
watch will not be omitted. Alarm clock dials 
bear name and brand of manufacturer and will 
not be otherwise imprinted. Lower glass 
of Office Clocks will be printed with cus- 
tomer's name and address in lots of six 
without charge. A charge of twenty cents 



each will be made for lettering in smaller 
quantities. 

Shipping Weights 

For the convenience of buyers we have 
tabulated below the approximate weights of 
our watches and clocks when packed for ship- 
ment. 

Watches 

Three dozen in a carton 7 lbs. 

One gross in a carton _. . 28 lbs. 

Two gross in a wooden box_ . 65 lbs. 

504 Watches in a wooden box 100 lbs. 

Alarm Clocks in Case Lots 



Ace 57 lbs. 

Cinch 70 lbs. 

Diamond 57 lbs. 

Ideal 85 lbs. 

Indian 62 lbs. 



Liberty 62 lbs. 

Rattler 65 lbs. 

Sentry 85 lbs. 

Victory 67 lbs. 

X-Ray 62 lbs- 



Eight-Day Clocks 

Six Mahogany Finished, Mahogany or 
Black Enameled Mantel Clocks weigh approx- 
imately one hundred pounds. The College 
Assortment (three in a box) weighs twenty- 
five pounds per box. Kitchen and Semi- 
Cabinet Clocks (six in a box) weigh seventy to 
seventy-five pounds per box. Small Office 
Clocks weigh ten to twenty pounds each. 
Large Office Clocks weigh twenty to thirty- 
five pounds each. 



Fittings for Kitchen and Cabinet Clocks 

Kitchen Clocks may be fitted as follows: 
Gongs, $1.00 each additional list. 
Alarms, $1.00 each additional list. 
Calendars, $1.00 each additional list. 
Drop Brackets and Levels, 83 cents each additional list. 
Thermometers and Barometers, $2.00 each per pair additional list. 

Both Alarms and Calendars cannot be fitted to the same clock. All Calendar Clocks have 
Roman dials. All Kitchen Clocks are packed six in a box and fitted three Roman and three 
Arabic dials unless otherwise specified. All Kitchen Clocks finished in oak. The Lake Line and 
Itasca Hanging Clocks will be furnished in walnut finish, if so ordered, in twenty -five case lots. 
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VAe E.INGRAHAM COMPANY 

Bristol, Conn. U.S.A. 




IN 1823 ELIAS INGRAHAM founded 
what is now The E. INGRAHAM 

Company. 

In that year at the age of eighteen he 
came to Bristol from Marlborough, 
Connecticut, and manufactured clock 
cases. 

In 1835 he purchased a factory and 
commenced the manufacture of com- 
plete clocks. 

In 1843 he formed a partnership with his 
brother, Andrew Ingraham and Elisha 
C. Brewster, under the firm name of 
Brewster and Ingrahams. 




ELIAS INGRAHAM 



This concern continued until the present day under the firm names of 



E. and A. Ingraham 
1848 to 1859 

E. Ingraham and Company 
1859 to 1880 



The E. Ingraham and Company 
1880 to 1884 

The E. Ingraham Company 
1884 to date 



Ingraham Products have always been backed by a strong 

Guarantee 

Ingraham Watches and Clocks are thoroughly tested and carefully inspected and we 
Guarantee that they will run and keep good time for at least one year, if not sub- 
jected to misuse or abuse. Any failing to do so will be repaired or replaced (at our 
option) without charge. We do not, however, guarantee our Watches or Clocks 
against misuse, abuse or damage in transit, nor do we guarantee cases against ordinary 
wear. When repairs or replacements are required due to such causes a moderate charge 

is made therefor. 

The E. INGRAHAM COMPANY 
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Ingraham Watches 



All Ingraham Watches fitted with Non-breakable Crystals and Pull-Out Stem Sets 



Ingraham 

Nickel-Silver Case. 14 Size. Thin Model. 

Acme of Modern Low-Priced Watch 

Possibilities. 




Ingraham Radium 



CROWN 
RELEASING SCR 



Ingraham Radium 

Nickel-Silver Case. 14 Size. Thin Model. 
Radium Dial. 





Pathfinder 

Nickel-Silver Case. 14 Size. Thin Model. 
A Watch for Hunting, Fishing 

and Outings. 
May be had with Radium Dial and Hands. 

Extra Charge. 




Viceroy 

14 Size. Nickeled Case. Embodies the most 

advanced features in low-priced 

watch construction. 

May be had with Radium Dial and Hands 

Extra Charge. 



A real watch movement, built on watch 
principles with solid cut and polished 
steel pinions, double roller escapement, 
etc. Movement locks in case automati- 
cally without screws. 



Ingraham 




Pathfinder 



Viceroy 



COMPASS 

IN 

CROWN 
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Sfe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A. 




One-Day Alarm Clocks 

All cuts are one-half actual size of clocks 



Indian 

Height, 6 inches. Nickeled and Polished. 

Bell Inside Case. Stem Shut-off. 

Fifty (50) Clocks in a case. 



X-Ray Radium Dial 

Height, 6 inches. Nickeled and Polished. 
Bell Inside Case. Stem Shut-off. 
Fifty (50) Clocks in a case. 
Dial numerals and hands treated with a 
guaranteed radium preparation which 
renders time reading in the dark perfectly 
practicable. 

All Ingraham Alarm Clocks 
Fitted with the 
Famous Stem Shut-Off 





Alarm released by raising ball. 
Alarm stopped by pressing ball down. 



Sentry 

Height, 6 inches. Nickeled and Polished. 

Large Bell on Back. Stem Shut-off. 

Fifty (50) Clocks in a case. 




Ideal Intermittent 

Same as Sentry with Intermittent Alarm. 

Cinch Intermittent 

Height, 6 inches. Nickeled and Polished. 

Bell Inside Case. Stem Shut-off. 

Ten-Minute Intermittent Alarm. 

Fifty (50) Clocks in a case. 

The Rattler 

Height, 6 J/2 inches. Nickeled and Polished 

Bell on Top. Shut-off. 

Fifty (50) Clocks in a case. 



Liberty Intermittent 

Height, 7 inches. Nickeled and 
Polished. Large Bell on Back. 
Stem Shut-off. Ten-Minute 
Intermittent Alarm. Twenty- 
four (24) Clocks in a case. 



Li ber ty- Radi um 
Intermittent 

Height, 7 inches. Nickeled and 
Polished. Large Bell on Back. 
Stem Shut-off. Ten-Minute 
Intermittent Alarm. Dial nu- 
merals and hands treated with a 
guaranteed radium preparation 
which renders time reading in 
the dark perfectly practicable. 
Twenty-four (24) Clocks in a 
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Eight-Day Alarm Clocks 

All cuts are one-half actual size of clocks 





Ace 

Eight-Day Time and Alarm 

Height, 6 inches. Solid Brass, Nickeled Case. 

Large Bell on Back. Stem Shut-off. 

Time and Alarm. Run Eight Days with One Winding. 

Packed, each in a separate pasteboard box and 24 clocks to a 

case (Two cartons of 12 clocks each). 

All Ingraham Alarm Clocks 
Fitted with the 
Famous Stem Shut-Off 




Alarm released by raising ball. 

Alarm stopped by pressing 

ball down. 




Victory-Radium 

Eight-Day Time and Alarm 

Height, 7 inches. Nickeled and Polished. 

Large Bell on Back. Stem Shut-off. 

Time and Alarm Run Eight Days 

■with One Winding. 

Dial numerals and hands treated with a guaranteed 

radium preparation which renders time reading in 

the dark perfectly practicable. 

Twenty-four (24) Clocks in a case. 



Diamond 

Eight-Day Time and Alarm; Radium Dial 

Height, 6 inches. Solid Brass, Nickeled Case. 
Large Bell on Back. Stem Shut-off. 
Time and Alarm Run Eight Days 
with One Winding. 
Dial numerals and hands treated with a guaranteed 
radium preparation which renders time reading in 

the dark perfectly practicable. 

Packed, each in a separate pasteboard box and 24 

clocks to a case (Two cartons of 12 clocks each). 
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9/Ae E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A. 




The Master 

Eight-Day Alarm Clock 




Height, 7 inches. Brass Case, nickeled and highly polished. 
Dial 43^ inches in diameter. Large clear toned bell on back. 
Alarm controlled by the Ingraham famous "Stem Shut-off." 

Time and Alarm Run Eight Days with One Winding. 

Twenty-four (24) clocks in a case. 
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Mahogany Cabinet Cases, Rubbed Finish 

Eight -Day 
Hour and Half -Hour Cathedral Gong Strike 



Genuine Mahogany Case, Hand Rubbed. New S l A inch Dial. 

Either Porcelain or Silver as ordered. 

Gold Plated Sash. Silver Plated Mat. Convex Glass. 

Brass Pendulum Movement with Solid Polished Back Plate. 




Calais 

Height, 11 3^ inches. 
Length of Base, 9 Yi inches. 



Messines 

Height, 9^ inches. Length of Base, 2234 inches. 




Esnes 

Height, 9}/£ inches. Length of Base, 2234 inches. 



Charny 

Height, 9 Yi inches. Length of Base, 22 34 inches, 



Roulers 

Height, 93^ inches. Length of Base, 2 2 34 inches. 
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Sfe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A 





Mahogany Cabinet Cases, Rubbed Finish 

Eight -Day 

Genuine Mahogany Case, Hand Rubbed. New 5^ inch Dial. 

Either Porcelain or Silver as ordered. 

Gold Plated Sash. Silver Plated Mat. Convex Glass. 

Brass Pendulum Movement with Solid Polished Back Plate. 

YPRES and MARNE. Hour and Half-Hour Gong Strike. 
DUPLEX NO. 1, 2, and 3. Duplex Rod Chime. 

DUPLEX NO. 1. Has Rubbed Mahogany Finished Case. S l / 2 Inch Iveroid Dial. 
Convex Glass. Extra Charge for Silver Dial. 



Ypres 

Height, 11 inches. 

Length of Base, 8}^ inches. 

Inlaid Front. 





Marne 



9^ inches. Length of Base, 22 34 inches. 



Duplex No. 1 
DUPLEX ROD CHIME 



Height, 1034 inches. Length, 21 inches. 

Natural Grain Case. Rubbed Mahogany Finish 

5 3^2 inch Iveroid Dial. Convex Glass. 

Brass Pendulum Movement. 





Duplex No. 2 
DUPLEX ROD CHIME 

Height, 93^2 inches. Length of Base, 22 34 inches. 
Either Porcelain or Silver Dial as ordered. 



Duplex No. 3 
DUPLEX ROD CHIME 

Height, 93^2 inches. Length of Base, 22 34 inches. 
Either Porcelain or Silver Dial as ordered. 
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Natural Grain Cases 




Rubbed Mahogany Finish 




Nassau 

Height, 1034 inches. Length of Base, 19% inches. 

Eight-Day. Hour and Half-Hour Cathedral Gong Strike. 

5]4 Inch Iveroid Dial. Convex Glass. 



Nile 



Nile 

Hand Rubbed Mahogany Finish Case. 

Eight-inch Dial. Convex Glass. 

Height, 39 inches. 

Width, 10 inches. 

Time or Strike. 

Extra Charge for Silver Dial. 



Nyanza 

Hand Rubbed Mahogany Finish Case. 

Eight -inch Dial. Convex Glass. 

Height, 39 Inches. 

Width, 10 inches. 

Time or Strike. 

Extra Charge for Silver Dial. 




Nash 

Height, 10 \i inches. Length of Base, 20 inches. 

Eight-Day. Hour and Half-Hour Cathedral Gong Strike. 

5H inch Iveroid Dial. Convex Glass. 




Nyanza 



51 
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VAe E.INGRAHAM COMPANY 

Bristol, Conn. U.S.A. 
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Big Tambour Assortment 



Three Attractive Designs 
Exceptional Values 





Cosmo 



Natural Grain Cases, Mahogany Rubbed Finish 
Eight-Day. Hour and Half-Hour Cathedral 
Gong Strike. 



Cameo 



Length, 21 inches. Height, 10J4 inches. 

5^2 Inch Iveroid Dial. Convex Glass. 

Extra Charge for Silver Dial. 




Canto 



EL 
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VAe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A. 




Natural Grain Cases, Mahogany Finish 




Eight-Day. Hour and Half-Hour 
Cathedral Gong Strike 



Horton 

Five-inch Dial. Mahogany Finish Case 

Height, 1 2 inches. Length of Base, 

9 inches. 





Houston 

Five-inch Dial. Mahogany Finish Case. 

Height, 12 J^ inches. Length of Base, 

9 inches. 



Hammond 



Five-inch Dial. Mahogany Finish Case. Height, 1 1 inches. 
Length of Base, 19 inches. 




Hadley 

Five-inch Dial. Mahogany Finish Case. Height, 11 inches 
Length of Base, 19 inches. 




H addon 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 19 inches. 
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S Sfe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A. 




Natural Grain Cases, Mahogany Finish 

Clocks on this page may be had with Oak Cases if so ordered 
Eight-Day. Hour and Half -Hour Cathedral Gong Strike 




Howard 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 

Length of Base, 16 inches. Gilt Trimmings. 

Mahogany Finish Columns. 



Hope 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 16 inches. Copper Columns. 
Bronze Trimmings. 




Hobart 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 16 inches. Bronze Trimmings. 




Colby 



Five-inch Dial. Convex Glass. Mahogany 

Finish Case. Height, 10 inches. 

Length of Base, 11 inches. 




Cody, Colby and 
Colgate 

packed in sets, three in 
a box and designated 
College Assortment. 

Howard, Hope and 
Hobart 

packed singly. 




Cody 



Five-inch Dial. Convex Glass. Mahogany 

Finish Case. Height, 10 inches. 

Length of Base, 11 inches. 




Colgate 



Five-inch Dial. Convex Glass. Mahogany 
Finish Case. Height, 10 inches. 
Length of Base, 1 1 inches. 



SI 
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Enameled Wood Cases 

Eight-Day. Hour and Half-Hour Cathedral Gong Strike. Convex Glass. 





Bonanza 

Five-inch Dial with Convex Glass. Height, 10 inches. 
Length of Base, 14 inches. Copper Columns 
and Band. Bronze Trimmings. 



Palace 



Five-inch I veroid Dial with Convex Glass. Height, 11 inches. Length of 
Base, 20 H inches. Cathedral Glass Window Effect. Green 
Metal Columns. Gilt Trimmings. 




Mosaic 



Five-inch Dial with Convex Glass. Height, 11 inches. Length 
of Base, 17J4 inches. Green Marbleized Mouldings. 
Green Metal Columns. Gilt Trimmings. 



Dawson 



Five-inch Iveroid Dial with Convex Glass. Height, 10^ inches. 
Length of Base, 16^ inches. Mahogany Finished Panels. 
Inlaoid Silver and Gilt. Gilt Trimmings. 




Arlington 

Five-inch Iveroid Dial with Convex Glass. Height, 1134 inches. 

Length of Base, 163^ inches. Green Marbleized Mouldings. 

Copper Columns. Bronze Trimmings. 




Majestic 



Five-inch Iveroid Dial with Convex Glass. Height, 12^ inches. 

Length of Base, 17 inches. Green Marbleized Mouldings. 

Imitation Onyx Columns. Gilt Trimmings. 
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Enameled Wood Cases 

Eight-Day. Hour and Half-Hour Cathedral Gong Strike. Convex Glass. 




Bates 



Five-inch Dial with Convex Glass. Height, 11 inches. Length 

of Base, 17}^ inches. Engraved Tablet Mouldings. 

Brass Columns. Gilt Trimmings. 




Sigma 



Five-inch Iveroid Dial with Convex Glass. Height, 10 H inches. 

Length of Base, 16% inches. Cathedral Glass Window 

Effect. Green Metal Columns. Gilt Trimmings. 




Stanford 



Five-inch Dial with Convex Glass. Height, 12 inches. Length, 

17 inches. Green Metal Columns. Green 

Mouldings. Gilt Trimmings. 



Adrian 



Five-inch Dial with Convex Glass. Height, 11 inches. Length 
of Base, 173^ inches. Green Marbleized Mould- 
ings and Columns. Gilt Trimmings. 




Stratford 



Five-inch Dial with Convex Glass. Height, 11 inches. Length 

of Base, 17 inches. Imitation Onyx Columns. Green 

Marbleized Mouldings and Panels. Gilt Trimmings. 



Desoto 



Five-inch Iveroid Dial with Convex Glass. Height, 10)^ inches. 

Length of Base, 20 inches. Mahogany Finished Panels. Inlaoid 

Silver and Gilt. Imitation Onyx Columns. Gilt Trimmings. 
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Lake Line— Oak 




Itasca 



Dial, 6 inches. Height, 22 inches. 

Eight-Day. Hour and Half-Hour Strike. 

Six Clocks in a Box. 

3 Arabic, 3 Roman Dials. 

(See page 4) 

Fitted with Alarms or Gongs, if so ordered. 



Cayuga 




Seneca 






Micha 



Oneida 
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SSfe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A 




Ocean Line— Oak 








U\\UUUV\U^V\\\\vv^vsV\>a*\\\\\\\\\v 




Pacific Arctic 

Dial, six inches. Height, 22^ inches. Eight-Day. Hour and Half-Hour Strike. 

Three Styles. Six Clocks in a Box. 3 Arabic, 3 Roman Dials. 

(See page 4) 

Fitted with Alarms or Gongs, if so ordered. 



Atlantic 




Suwanee Hanging — Oak 

Dial, 6 inches. 

Height, 26 inches. 

Eight-Day. 

Hour and Half-Hour Strike. 

Six Clocks in a Box. 

3 Arabic, 3 Roman Dials. 

(See page 4) 

Fitted with Alarms or Gongs, if so ordered. 



Itasca Hanging— Oak 

Dial, 6 inches. 

Height, 253^ inches. 

Eight-Day. 

Hour and Half-Hour Strike. 

Six Clocks in a Box. 

3 Arabic, 3 Roman Dials. 

(See page 4) 

Fitted with Alarms or Gongs, if so ordered. 




Suwanee Hanging — Oak 



Itasca Hanging — Oak 



f Nineteen 1 
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Semi-Cabinets 






Agate — Mahogany 



Siren— Oak 



Lotus — Mission 



Dial, six inches. Height, 19 inches. Eight-Day. Hour and Half-Hour Strike. 
Six Clocks in a Box — 2 Oak, 2 Mission, 2 Mahogany Finish. 3 Arabic, 3 Roman Dials. 

(See page 4) 
Fitted with Alarms or Gongs, if so ordered. 





Maxim — Solid Oak 

Dial, 10 inches. 
Eight-Day, Time. 



Mil ford — Oak or Walnut 

Dial, 12 inches. 
Eight-Day, Time. 
Eight-Day, Strike. 
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9fe E.INGRAHAM COMPANY 

Bristol, Conn. U. S.A 





Drop Octagon— Solid Oak 




Ingot— Solid Oak 



12-Inch Drop Octagon 

Dial, 12 inches. Height, 25 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

10-Inch Drop Octagon 

Dial, 10 inches. Height, 21 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

8-Inch Drop Octagon 

Dial, 8 inches. Height, 19 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



12-Inch Ingot 

Dial, 12 inches. Height, 25 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

10-Inch Ingot 

Dial, 10 inches. Height, 21 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

8-Inch Ingot 

Dial, 8 inches. Height, 19 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




Lustre — Solid Oak 

Dial, 12 inches. Height, 27 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




Lyric — Solid Oak 
Dial, 12 inches. Height, 27 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 
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Ionic — Rosewood 

Dial, 10 inches. Height, 22 inches. 
Eight-Day, Time 
Eight-Day, Strike 



Dew Drop 

Imitation Rosewood or Oak Finish 
Dial, 12 inches. Height, 23 3^ inches. 
Eight- Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Ionic — Mosaic 

Dial, 10 inches. Height, 22 inches. 
Eight-Day, Time 
Eight-Day, Strike 




Hartford— Solid Oak 

Dial, 12 inches. Height, 32 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Postal— Solid Oak 

Dial, 12 inches. Height, 3134 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Commercial — Solid Oak 

Dial, 12 inches. Height, 32 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 
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Western Union 

Solid Oak 

Dial, 12 inches. Height, 36 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Landau 

Solid Oak, Rubbed Finish 
Golden Oak or Mission Finish 

as Specified 
Dial, 10 inches. Height, 38 \i inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Northwestern 

Solid Oak 

Dial, 12 inches. Height, 39 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



Trenton 

Golden Oak or Mahogany- 
Finish as Specified 

Dial, 12 inches. Height, 38 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 
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Oxford 

Solid Oak, Rubbed Finish 

Dial, 12 inches. Case, 17 inches Square. 
Eight-Day, Time 




Ormond 

Solid Oak, Hand Polished 
Dial, 12 inches. Height, 35 Y 2 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



High-Grade 

Hanging 

Clocks 

Finely Finished Cases 



Oracle 

Rubbed Mahogany Finish 

Dial, 12 inches. Height, 26 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 





Ostend 

Rubbed Mahogany Finish 

Dial, 12 inches. Case, 17 inches Square. 
Eight-Day, Time 




Omar 

Rubbed Mahogany Finish 

Dial, 10 inches. Height, 37 inches. 
Eight-Day, Time 
Eight-Day, Strike 
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THE DAVIS PRESS WORCESTER MASS. USA 



